POHICK  EPISCOPAL  CHURCH 
Lorton,  Fairfax  County,  Virginia 
The  stone  Baptismal  Font,  shown  in  this  view  of 
the  canopied  pulpit,  was  recovered  many  years 
after  the  Civil  War  from  a  farm  yard.  The 
Church  was  built  between  176?  and  1774.  George 
Washington  of  Mount  Vernon  and  George  Mason 
of  Gunston  Hall  were  members  of  the  Building 
Committee. 
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